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Make Copies with 
Your Printer 


Turn your MINOLTA-QMS laser 
printer into a convenient 
desktop copier with the 
SC-110 and SC-215 digital 
copier/scanner options. Each 
attaches to your printer 

to make high-quality prints 
from hard copy documents and 
can simultaneously function as 
full-featured scanners to maxi- 
mize your investment. 
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SC-110 

The SC-110 is designed for 
MINOLTA-QMS’ black-and- 
white printer line to produce 
monochrome copies from 
any business document. 


ADF 


To easily duplicate multiple- 
page documents, the SC-110 
and SC-215 can be equipped 
with a 25-sheet Automatic 
Document Feeder (ADF). 


SC-215 

A convenience color copy 
option for MINOLTA-QMS 
magicolor® printers, the 
SC-215 makes fast color 
copies, enhancing text, 
graphics and photos for 
optimum print quality. 
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SC-110/SC-215 Technical 


SC-110 
Compatibility 





Copier Specifications 


Scan Resolution: Up to 300 x 600 dpi 


Printing: PagePro™ 9100, PagePro 1250E, PagePro 1100, PagePro 4100, 
2060, 2560, 3260, 4032, 4060, and PageWorks™ 18 laser printers 
Scanning: Windows® 2000/NT 4/Me/98/95 


Print Resolution: Normal: 300 x 300 dpi 


Quality: 600 x 600 dpi 


Print Area: Up to legal (215 x 355 mm) 
Zooming: From 25% to 400 % (1% increment) with 10 pre-settings 


(25, 50, 86, 100, 115, 122, 141, 200, 400 and Auto Zoom) 
Density Control: 7 level density control (lighter/darker control) 
Color Intensity Control: 7 level intensity control 


Background Removal: Yes 


Display: 16-character LCD display 


Printer Interface: [IEEE 1284 (bi-directional) 


Scanner Specifications 


Scanner Type: Flatbed scanner 
Resolution: 300 x 600 dpi 


Enhanced Resolution: 4800 x 4800 dpi 
Scan Speed: 10 ppm letter/A4 at 300 dpi 
Scan Area: Up to legal (215 x 355 mm) 


PC Interface: [EEE 1284 (bi-directional) 
Software: Quick Selector, PaperCom, Xerox® TextBridge, MGI PhotoSuite® 


Automatic Document Feeder (ADF) — Optional 


Document Capacity: 25 sheets 
Scanning Speed: 10 ppm 


Document Size: Up to legal (215 x 355 mm) 


Paper Input: Face up. 


Physical 


Dimensions (W x D x H): 


SC-110: 18.7" x 14" x 3.6" (457 x 356 x 91 mm) 
ADF: 17.6" x 11.6" x 7.9" (446 x 294 x 200 mm) 
Weight: SC-110: 8.8 Ibs. (4 kg), ADF: 3.1 Ib. (1.4 kg) 


Regulatory/Safety Conformity 


UL, FCC-B, CE Marking 


Warranty Period 


1 year exchange** 
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MINOLTA-QMS Corporate Office 
MINOLTA-QMS, Inc. 

(USA, Canada, Latin America) 
Tel.: +1 (251) 633 4300 

Fax: +4. (251) 639 4490 


MINOLTA-OMS Asia 
Tel.: (+61) 2 - 9884 9966 
Fax: (+61) 2 - 9885 9977 


MINOLTA-QMS Australia 
Tel.: (+61) 2 - 9884 9966 
Fax: (+61) 2 - 9884 9977 


MINOLTA-QMS Benelux 

(The Netherlands, Belgium, Luxemburg) 
Tel.: (+34) 0 30 2481200 

Fax: (+31) 0 30 2481211 





MINOLTA-QMS Denmark 
Tel.: (+45) 72 - 21 21 21 
Fax: (+45) 72 - 21 21 22 


MINOLTA-QMS France 
Tel.: (+33) 01-41-07-93-93 
Fax: (+33) 01-40-83-01-10 


MINOLTA-QMS GmbH 
(Germany, Austria, Switzerland) 
Tel.: (+49) 89/63 02 67-0 

Fax: (+49) 89/63 02 67-67 


MINOLTA-QMS Iberica 
(Spain, Portugal) 

Tel.: (+34) 916 220036 
Fax: (+34) 916 220037 


SC-215 


Compatibility 

Printing: magicolor 3100, magicolor 2200/2210 series, 

magicolor 6100/6110 series*, and magicolor 330 color laser printers 
Scanning: Windows XP/2000/NT 4/Me/98/95 


Copier Specifications 

Scan Resolution: Up to: 600 x 600 dpi 

Print Resolution: Normal: 300 x 300 dpi/360 x 360 dpi 

Quality: 600 x 600 dpi 

Print Area: Up to legal (215 x 355 mm) 

Zooming: From 25% to 400% (1% increment) with 10 pre-settings 
(25, 50, 86, 100, 115, 122, 141, 200, 300, 400 and Auto Zoom) 
Density Control: 7 level density control (lighter/darker control) 
Color Intensity Control: 7 level intensity control 

Background Removal: Yes 

Display: 16-character LCD display 

Printer Interface: IEEE 1284 (bi-directional) 


Scanner Specifications 

Scanner Type: Flatbed scanner 

Resolution: 600 x 1200 dpi 

Enhanced Resolution: 9600 x 9600 dpi 

Scan Speed: 2 ppm letter/A4 at 300 dpi in color, 

10 ppm letter/A4 at 300 dpi in black and white 

Scan Area: Up to legal (215 x 355 mm) 

PC Interface: USB 

Software: Quick Selector, PaperCom, Xerox TextBridge, MGI PhotoSuite 


Automatic Document Feeder (ADF) — Optional 


Document Capacity: 25 sheets 

Scanning Speed: 10 ppm 

Document Size: Up to legal (215 x 355 mm) 
Paper Input: Face up 


Physical 

Dimensions (W x D x H): 

SC-215: 18.7" x 14" x 3.6" (457 x 356 x 91 mm) 
ADF: 17.6" x 11.6" x 7.9" (446 x 294 x 200 mm) 
Weight: SC-215: 9.5 Ibs. (4.3 kg), ADF: 3.1 Ib. (1.4 kg) 


Regulatory/Safety Conformity 
UL, FCC-B, CE Marking 


Warranty Period 


1 year exchange** 


Cabinet Options for SC-110/SC-215 


MINOLTA-QMS offers several cabinet and stand options for the SC-110/ 
SC-215. Ask your MINOLTA-QMS representative for more information. 


MINOLTA-QMS Italy 
Tel.: (+39) 0 02 - 39 014.1 
Fax: (+39) 0 02 - 39 011 219 


MINOLTA-QMS UK 

(UK, Ireland) 

Tel.: (+44) 1784 - 442255 
Fax: (+44) 1784 - 461641 
MINOLTA-QMS Japan 
Tel.: (+81) 3 5439 2700 
Fax: (+81) 3 5439 2710 


For all other countries: 
MINOLTA-QMS Europe, 
Middle East, Africa 

Tel.: (+31) 0 30 2481200 
Fax: (+31) 0 30 24812114 


MINOLTA-QMS Sweden 
Tel.: (+46) 8 - 627 7500 
Fax: (+46) 8 - 627 7607 
Websites: 
www.minolta-qms.com 


~ MIN@LTA 
QMS 


MINOLTA-QMS South Africa 
Tel.: (+27) 011 - 249 4000 
Fax: (+27) 014 - 249 4039 


©2003 MINOLTA-OMS Inc. Specifications are subject to change without notice. MINOLTA-QMS and magicolor are 
trademarks or registered trademarks of MINOLTA-QMS, Inc. PagePro and PageWorks are trademarks of Minolta 


Co., Ltd. All other trademarks or registered trademarks are the property of their respective owners. 03/03 


* The magicolor 6100 DeskLaser model is not supported. 


** Restricted in some areas. 
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